ROSE  WINDOW  CHAPEL 
Chicago  Temple  (Second  Floor) 
Clark  and  Washington  Streets 


PLACE 


This  window  was  placed  here  when  the  building 
was  constructed  in  1924.  In  recent  years,  23  addi- 
tional beautiful  windows  have  been  installed  in 
this  church  and  its  chapels. 

Sunday  Services  (Sanctuary,  Main  Floor) 


11:00  A.M.  and  7:30  P.M. 
Charles  Ray  Goff,  Pastor 


POST  CARD 


Address 


31295 


